MATERIAL SAFETY DATA INFORMATION 

2001 /58/EC 

PRINT DATE: 13-Apr-05 

REVISION DATE: 27-Jan-05 PAGE 1 of 2 

Product Name: TRACKMATE^’'^ 

sub-brands: the pen and paek may also carry the name CleanLOGIC’’’^ and or MicroCLEANTM. 

1. SUBSTANCE/PREPARATION AND COMPANY IDENTIFICATION 

1.1 Identification: TRACKMATEtm 

1.2 Use of preparation: Audio/Video/Optical Disc cleaner in 10 ml containers 

1.3 Company identification: W.E.S.T.; Unit 9, Docklands Innovation Park, 

East Wall Road, Dublin 3, Ireland 

Telephone: +353 1 8550700 

Emergency telephone number: 00 353 86 607 1607; 86 602 3197 


2. COMPOSITION / INFORMATION ON INGREDIENTS 

A proprietary neutral degreaser consisting of an aqueous mixture of non-ionic detergents, ethanol 
solubiliser, and a citrus oil in approximately 10 ml container. 


Ingredients 

CAS# 

Classification 

{67/548/EEC) 

Risk -Phrases 

Concentration 

Proprietary non- 
ionic surfactants 
(ethoxylated) 

Not disclosed 

Xn 

R22 

Less than 25% 

Ethanol 

64-17-5 

F 

R11 

Less than 10% 

Citrus oil 

Not disclosed 

F Xn N 

R10,R38,R43,R50/53 

Less than 2.5% 


3. HAZARDS IDENTIFICATION 

Not classified as dangerous to health according to Directive 1999/45/EC, Ingredients in bulk may be 
harmful to aquatic organisms, may cause long-term adverse effects in the aquatic environment. 
(R50/53) 

4. FIRST AID MEASURES 

Inhalation: 

Skin contact: 

Eye contact: 

Ingestion: 


No inhalation hazard under normal conditions of use 
Remove contaminated clothing, wash skin thoroughly with 
water. Apply skin moisturiser. 

Irrigate thoroughly with water. If irritation persists, obtain 
medical attention 

Wash out mouth thoroughly with water. Drink water. If 
discomfort persists obtain medical attention. 


5. FIRE FIGHTING MEASURES The product is non-flammable 


6. ACCIDENTAL RELEASE MEASURES 

Clean up and removal: Should the contents of 10ml container 
lose containment absorb carefully on paper or the like and 
dispose with care; alternatively wash away with copious 
quantities of water. 

7. HANDLING AND STORAGE 

Information on safe handling: No special requirements. 

Frost-free storage recommended 
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Product Name: 


TRACKMATETM 


8. EXPOSURE CONTROL / PERSONAL PROTECTION 


Skin protection: 


Eye protection: 
Body protection: 


For exposure of pure concentrate or iow diiutions and for iong 
periods, use of PVC gioves (EN374-3) is recommended. After 
handiing the product appiication of skin moisturiser is 
recommended 

Use safety giasses orgoggies (EN166) 

Use iightweight protective ciothing. Remove contaminated 
ciothing, wash affected skin with water and appiy moisturiser. 


9. PHYSICAL AND CHEMICAL PROPERTIES 

Form: iiquid 

Odour: characteristic 

pH: soiution 1g/i in water (20°C) 7 

Fiash point: not appiicabie 


Coiour: faint biuish green tint 

Density: 1.014 g/mi (20°C) 

Water soiubiiity: freeiy miscibie 

Expiosive properties: not appiicabie 


10. STABILITY AND REACTIVITY 

Stabiiity: 

Hazardous reactions: 

Hazardous decomposition 
Products: 


Stabie under normai conditions (<100°C) 
None known 

None known 


11. TOXICOLOGICAL INFORMATION 

Not toxic, proionged exposure of skin has been reported as ieading to possibie de-fatting of skin and 
/ or skin sensitization 


12. ECOLOGICAL INFORMATION 

Generai This product is uniikeiy to accumuiate in the environment and 

environmentai probiems under normai use conditions are 
uniikeiy 

Marine Toxicity: Keep buik quantities out of waterways 

13. RECOMMENDATION FOR DISPOSAL 

As suppiied ingredients in iow concentration are not harmfui to aquatic organisms, and wiii not cause 
iong-term adverse effects in the aquatic environment. 

Dispose of product waste according to iocai iaws and reguiations. 

14. INFORMATION FOR TRANSPORTATION 

Not ciassified as dangerous pursuant to transport reguiations. 

15. REGULATIONS 

Classification: non hazardous (No iabei required) (1999/45/EC) 


16. OTHER INFORMATION 
Product Safety 

This Product contains No Acid, or Bieach. As suppiied ingredients in iow concentration are not 
harmfui to aquatic organisms, and wiii not cause iong-term adverse effects in the aquatic 
environment. 

The information contained in this materiai Safety Data Sheet, as at the date of issue, is beiieved to be 
true and correct. The accuracy or compieteness of this information and any recommendations or 
suggestions is made without warranty or guarantee. 
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